SOUTH FLORIDA WATER MANAGEMENT DISTRICT 


Big Cypress Basin 


Fiscal Year 2018-2019 Budget 


Oct. 1, 2018 — Sept. 30, 2019 


Overview 
e The South Florida Water Management District’s 2018-2019 Big Cypress Basin budget of roughly 
$15.2 million provides the District’s critical missions of flood control, ensuring water supply and 
restoring natural areas for 153 miles of canals and 45 water control structures that encompass 
Collier and parts of Monroe counties. 


Key Expenditures 
Approximately 59 percent of the 2018-2019 budget supports operations and maintenance initiatives to 
improve flood control including: 
e $2.7 million for flood control operations and land management that include tree management, 
canal, levee and structure maintenance. 
e $0.7 million for the continued treatment and removal of exotic plants to improve functioning of 
the flood control system. 
e $5.6 million for continued maintenance, refurbishment and repair of the Big Cypress Basin’s 
flood control system, including: 

o $2.3 million for the electrification, replacement of SCADA equipment and remote 
monitoring at various District structures to allow staff to monitor and operate those 
structures from the control room. 
$1.6 million for completion of multi-year Golden Gate Weir #4 Replacement project. 
$500,000 to improve the flood control system with I-75 / Coco Interconnect project 
based on the Level of Service report that was completed. 

o $400,000 for preliminary design and review of the Cypress Canal Weir #4A1 Retrofit 
project. 

o $225,000 for the Structure Inspection Program to evaluate and prioritize the 
infrastructure within the Basin for future capital improvements. 

The Fiscal Year 2018-2019 budget dedicates 13 percent to water supply and water quality initiatives: 
e $750,000 for City of Naples Septic Tank Replacement project will replace existing septic systems 
to help improve the water quality from stormwater runoff. 
e $447,500 for modeling efforts, surface, ground water and water quality monitoring in support of 
the basin’s water supply needs. 
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2018-2019 Big Cypress Basin Budget = $15.2 million 
Where the money comes from 


Reserves 
$4,539,131 oS 
30% p 


—_—_ 
Investment Income 


$200,000 N 
1% wos 
Licenses, Permits, N 
Fees & Other 
$80,877 
1% 


Ad Valorem Taxes 


$10,393,650 
68% 
Where the money goes 
Intergovernmental Agreements 
$1,973,377 
BCB Capital Projects 13% 
$5,072,360 Reserves 
33% $2,000,000 


13% 


Flood Control Operations 
$2,929,137 
19% 


Property Appraiser, Tax 


Collector & Self Insurance Fees. — 
$363,516 
3% 
BCB Capital 
Program Support Field Equip and Fleet 
$650,758 : ` 
4% BCB Service Center - Modeling 


Collier County Secondary Replacement 


265,000 
Staff & Facilities Monitoring Support Land Stewardship System MOU $ 2% 
$486,505 $264,005 $209,000 $1,000,000 
3% 2% 1% 7% 


South Florida Water Management District 
3301 Gun Club Road * West Palm Beach, Florida 33406 
561-686-8800 * www.sfwmd.gov 


